l 

| BILL NO. S-68-07- 27 
| pan ae “aed | 
SPECIAL ORDINANCE NO. S- (75 ed | 


| AN ORDINANCE approving a contract with MOTRIM, 
INCORPORATED for 2 tractors and mowers . | 


| 
| BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 


SECTION 1. A certain contract approved July 10, 1968, 
between the City of Fort Wayne, by and through its Mayor and the 
| 
Board of Public Works, and MOTRIM, INCORPORATED, for: 


| Two (2) Tractors and Mighty Motrim 
Mowers, complete, 


pi 


SECTION 2. This Ordinance shall be in full force and | 


Bill No. §-68-07-29 = 
REPORT OF THE COMMITTEE ON PUBLIC WORKS 


We, your Committee on Public Works to whom was referred an Ordinance 


approving a contract with MOTRIM, INCORPORATED for 2 t t 


J 


have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance A Zo PASS. 


Le ee seconded by 


Read the first time in full and on motion by a C 


and duly adopted, read the second time by title and referrec 


to the (Committee on) (and. to-the-City->Plar 


Commission for. recommendation) (and Publie Hearing to- be held after due legal notice, 


at-the-Gouncit-Chambersy City-Hall; -Eort-Wayne; Indiana, on 


the day of -— t96 — at o'clock 
Pe Erge 
Date: 7-23-68 
' 
Read the third time in full and on motion by oe booty 


seconded by 


7 
J 


Passed (#684) by the following ie 


AYES e Sas NAYS ' ABSTALNED y ABSENT to-wit: 


Adams 
Dunifon 
Fay 

Geake 
Nuckols 
Robinson 
Rousseau 
Steigerwald 
Tipton 


Date y= f Fes os 2 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as _ 
(Zoning Map) (General)(Annexation)(Special) (Appropriation) Ordinance (Resolution) No , S76 7-65 


on the / J i day of LLA am > 196 J f 
ATTEST: . 7 (SEAL 


LEE. 


City Clerk 


d L 
City Clerk 


Presiding Officer 


Presented by me to the Mayor of the City a 


ort Wayne, Indiana, on the day 
AT OO o'clock 4E.M.,£.S.T. 

fo h m 
A Ee - Set 


City Clerk 


Approved and signed by me this [SE day of a 4 ee E AA , 196 F 


at the hour of JO! 230 o'clock A .M.,E.S.T. 


Mayor 


